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OGC Has Reviewed 


Hi July 1952 


Fidelity and Casualty Company of Now fork 
?3Q 15bh Strsst| u, iV , 

Washington, D. C. 

Attention* Mr, P. J. Hefferon 

Gentlemens 


STATOTHR 


STATOTHR 


Reference is made to a 
1952 between Mr, He! rerun and 
oemlng the presentation of a 


pt il e D hnnr mn veraation on 11 July 
J of this office con- 


claim aga i nst your assured, Mr. 


JVirginia. 


The claim arises from an accident which occurred on lb 
.•eforuasy 1952, at 7 *05 A* M* on 20th Street between Fort Meyej 
Jfcrth ?/aoh Street, Roasl yn, Virginia, and involving 
a ™ llH | For <? ^uck, license No J | owned by ST 

— — ^ & Ford bus, license No, I owned by 

this Agency. Our investigation indicates that the fuel truck 
was parked about hO feet west of the driveway to the aide en- 
touace oi the building located at 1919 North Hash Street, wher 
the emergency brake let loose and the truck drifted down the 
hill and strucK the bus in the left front. The bus was parkec 
in the driveway leading to the side entrance of the b uil ding 

55l f R ^r oned * T??cre were K£ > drivers in the bus or the fuel truck 
at the time of the accident. 

Since investigation indicates that your assured is 
clearly responsible for the accident, we are herewith subsrft- 
ting a claim for repairs in the amount of $99,98, which is 
th© lowest of three estimates as shown by the attached bids. 

Very truly yours. 


STATINTL 


unice of General Counsel 

Enclosures 
OGC/j llGOilmm 
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STATOTHR 

STATINTL 
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